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(Soparato paging to given to this part in order that it may be filled as a soparate compliatlon ) 


HTT I - 3 
PART III - SECTION 3 

लघु प्रशासनों से सम्बन्धित अधिसूचनाएं 
Notifications relating to Minor Administrations 


GOVERNMENT OF PONDICHERRY 

Thiru M . Jayanarayanan , officiating Chief Accountant, 

Electricity Department, is promoted and appointed to 
ABSTRACT 

officiate on ad -hoc basis as Junior Accounts Officer in the 

Industries Department, 
Public Services- Thiru B . Pandurangam , Junior Accounts 
Officer , Education Department - Earned leave — Sanc 

2 . Thiru S . Panchabagesan , Officiating Chief Accoun 
tioned . 

tant, Electricity Department, is promoted and appointed 

to officiato on ad -hoc basis as Junior Accounts Officer in 
Finance Department 

the Directorate of Health & Family Planning Services. 
Pondicherry - 1 , the 6th May 1970 

3 . Thiru Lourdes Rassa , officiating Stores Superinten 

dent, Pay and Accounts Office , is promoted and appointed 
READ : 

to officiate on ad -hoc basis as Junior Accounts Officer in 
Earned leave application dated 20 - 4 -70 from Thiru the Education Department , vice Thiru B . Pandurangam , 
B . Pandurangam , Junior Accounts Officer . 

granted leave . 
ORDER : 

The above officers will draw pay in the scale of 
G .O .Ms. No. 95 / 70 / F .1. — Thiru B . Pandurangam , R9, 300 - 25 -600 ( unrevised ) . 
S . A . S . Accountant on deputation from the Office of the 
Accountant-General, Gujarat and presently working as 

(By Order of the Lieutenant Governor ) 
Junior Accounts Officer in the Education Department, 
Government of Pondicherry , is granted earned leave for 

L . SRIDHARAN 
45 days from 6 -5 - 70 to 19 -6 -70 . On the expiry of the 

Under Secretary to Government 
leave , his services are replaced at the disposal of Accoun 
tant General, Gujarat. 
(By Order of the Lieutenant Governor ) 

ABSTRACT 
ABSTRACT 

Pondicherry Administration — Public Services--- Appoint 
Junior Accounts Officers - Appointment Orders — Issued . ment of Tmt. J. Anjani Davanand . Chief Secretary to 

Government to hold full additional charge of the post of 
The 7th May 1970 

Secretary , H . E . W . Department Orders — Issued . 
ORDER : 

Appointments Department 
The following notification will be published in the 
Pondicherry State Gazette - 

Pondicherry, the 7th May 1970 
NOTIFICATION 

Read : 
G . O .Ms. No, 97 / 70 / F . 1. - The following postings are 

1 . Appointment Department s G . O .Rt. No. 31, 
ordered with immcdiate effect : 

dated 18th April, 1970 , 
7860/70 
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2 . Certificate of Transfer of Charge from Thiru 

mathi J , Anjani Dayanand , Chief Secretary to 

Government . 
ORDER : 

G . O .Rt. No. 157. - Thirumathi J. Anjani Dayanand , 
Chief Secretary to Government will hold full additional 
charge of the post of Secretary , Health , Education & 
Welfare Department with effect from the afternoon of 
20th April, 1970 vice Thiru D , K , Jain whose services 
have been replaced at the disposal of the Government of 
Maharashtra , until further orders. 


Pondicherry , is relieved of her duties with effect from the 
afternoon of 13th April, 1970 to enable her to join duty 
as General duty Medical Officer in the JIPMER , 
Pondicherry . 

(By Order of the Licutenant Governor) 

ABSTRACT 


Health and Famlly Planning Department- Appointment 
of Dr. ( Thirumathi) S . Syamala Devi as Assistant Sur 
geon - Notification - Issued . 


( By Order of the Lieutenant Governor ) 

S . SEETHARAMAN 
Under Secretary to Government 


ABSTRACT 


Industries Department - Promotion of Thiru P . 
Kailasam , Permanent Supervisor of Industries as Assis 
tant Director of Industries in the leave vacancy of Thiru 
P . Mathevan Pillai - Order — Issued . 


READ : 

Endorsement No. 14 / DHFPS / Estt / 1 -5 / 70 , dt. 
23 -4 -70 from the Director of Health & Family 

Planning Services, Pondicherry . 
ORDER : 

The following notification will be published in the 
Gazette of Pondicherry . 

NOTIFICATION 
G .O . (Ms.) No. 52 / 70 -Health . Dr. ( Thirumathi) S . 
Syamala Devi, M . B . B . S ., is temporarily appointed to 
officiate on ad -hoc basis as Assistant Surgeon in the 
Health and Family Planning Department with effect from 
the forenoon of 7th April 1970 , until further orders . 

( By Order of the Lieutenant Governor ) 

ABSTRACT 


G .O .(Ms.) .NO B.B .S., is temporar Surgeon in 


the 


Development Department 

Pondicherry , the 7th May 1970 
ORDER : 

The following notification will be published in tho 
State Gazette of Pondicherry : 

NOTIFICATION 
G . O . Ms, No . 49, - Thiru P . Kailasam , a permanent 
Supervisor of Industries, now officiating as Development 
cum -Marketing Officer in the Industries Department, 
Pondicherry is temporarily promoted and appointed as 
Assistant Director of Industries with immediate effect in 
the place of Thiru P , Mathevan Pillai who had proceeded 
on leave . 


Health and Family Planning Department Appointment 
of Dr. ( Thirumathi) Valentine Berty as Assistant Sur 
geon - - Notification — Issued . 


( By Order of the Lieutenant Governor ) 

N . PAJANISSAMY 
Under Secretary to Government 


READ : 

Endorsement No . 1188 / DHFPS / Estt / 1 -5 / 70 , dt. 
9 - 4 - 70 from the Director of Health & Family Plan 

ning Services, Pondicherry . 
ORDER : 

The following notification will be published in the 
Gazette of Pondicherry . 

NOTIFICATION 
G .O . (Ms ) No. 49 / 70 -Health . Dr. ( Thirumathi ) 
Valentine Berty , M .B . B . S ., is temporarily appointed to offi 
ciate on ad -hoc basis as Assistant Surgeon in the Health 
& Family Planning Department, with effect from the 
Forenoon of 8 -4 - 70 , until furthct orders, 

( By Order of the Lieutenant Governot) 

ABSTRACT 


ABSTRACT 


Health and Family Planning Department - -Relieving of 
Dr. ( Thirumathi) Jayanti Khandpur , Assistant Surgeon , 
Maternity Hospital, Pondicherry - - Notification — Issued . 


Health and Family Planning Department- Appointment 
or Dr. J. M . Prosper as Assistant Surgeon - Notification 
Issued . 


Health , Edocation & Welfare Departmeet 

Pondicherry -1, the 7th May 1970 
READ : 

Office Order No, MHP / 70 / UI, dt, 13 -4 -70 from the 
Medical Superintendent, Maternity hospital, 
Pondicherry . 


ORDER : 

The following notification will be published 
Gazette of Pondicherry . 


in 


the 


READ : 

Endorsement No. 8 / DHFPS / Estt / 1 -5 / 70 dated 
21-4 -70 from the Director of Health & Family 

Planning Services, Pondicherry . 
ORDER : 

The following notification will be published in the 
Gazette of Pondicherry . 

NOTIFICATION 
G . 0 . (Ms ) No . 51 / 70 -Health - Dr, J. M . Prosper, 
M . B . B . S ., is temporarily appointed to oficiate on ad -hoc 


NOTIFICATION 
G . O . (Ms.) No. 48 / 70 -Health . - Dr. ( Thirumathi) 
Jayanti Khandpur, Assistant Surgeon , Maternity hospital, 
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basis as Assistant Surgeon in the Health & Family Plan - 
ning Department, with effect from the forenoon of 15th 
April, 1970, until further orders . 

(By Order of the Lieutenant Governot ) 

ABSTRACT 


ADMINISTRATOR OF DADRA AND NAGAR HAVELI 

ORDER 

Silvassa , the 3rd April 1970 
No . PWDJELE /TARRIF |7.- In _ exercise of the powers 
conferred by sub - rule ( 2 ) of rule 7 of the Indian Electricity 
Rules , 1956 , the Administrator, Dadra and Nagar Haveli, 
hereby makes the following orders , namely : 


Education Department, Pondicherry - Establishment 
Gazetted - Relinquishment of the charge of the post of 
Special Officer (Planning ) by Thiru N . Sivaprakasam 
Notification - Issued . 


1 , Short title and commencement - ( 1) This order may be 
called the Dadra & Nagar Haveli Electrical Installations (Testing 
and Inspection Fees ) Order , 1970 . 


(2) It extends to the whole of the Union territory of Dadra 
and Nagar Haveli . 

( 3) It shall come into force on 1-6- 1970 . 


The 11th May 1970 
READ : 

Letter No. (SG .I) 4024 IP / 1, dated 27 - 4 -70 from 

the Director of Public Instruction , Pondicherry . 
ORDER : 

The following notification may be published in the 
Gazette of Pondicherry . 


2 . Definitions — In this order, unless the context otherwise 
requires 

(a) " Scale " means a scale set out in the schedule; 


NOTIFICATION 


(6 ) " Schedule" means a schedule appended to this order ; 

( c ) words and expressions used in this order and not defined 
but defined in the Indian Electricity Act, 1910 (9 of 1910 ) or 
the Indian Electricity Rules , 1956 , shall have the meanings 
respectively assigned to them in the said Act or the rules. 


G . O . (Ms.) No. 53 / 70 - Edn . - - The Lieutenant Governor 
has been pleased to permit Thiru N . Sivaprakasam , 
Special Officer ( Planning ) in the Office of the Director 
of Public Instruction , Pondicherry , to retire from Govern 
ment Service, with effect from 22 -4 -70 forenoon on his 
attaining the age of superanuation . 


3. Levy of fees ( 1) The fees for periodical inspections , 
examinations or tests made under the provisions of the Indian 
Electricity Act, 1910 (9 of 1910 ) or the rules made thereunder, 
shall be levied in accordance with the rates specified for tho 
purpose in scalo A , Scale B , Scale C or Scale D set out in 
the schedulo . 


( By Order of the Lieutenant Governor ) 


FRANCOIS DE CONDAPPA 
Under Secretary to Government 


Provided that in the casc of a second or subsequent inspec 
tion , examinations or test, made within a period of twelve 
months from the date of the first inspections, examination 
or test, 


ABSTRACT 


(a ) one half of the fees prescribed for the purpose in the 
said Scale A to D shall be levied , if in thç opinion of the 
Inspector , the second of subsequent inspection , examinations 
or tost is necessitated by the neglect or failure of the supplier 
or occupier, as the case may be , to carry out within a stipulated 
time any written order of the Inspector or by a contravention 
of any of the provisions of the said Act or the said rules made 
therçunder ; and 


Agriculture Department- - Promotion of Thiru P . P . 
Zacharia , Soil Conservation Assistant (Upper Subordl 
nate ) as Project Agricultural Officer, Pondicherry 
Class II (Gazetted ) - Notification - Issued . 


(b ) no fees shall be levied if the second or subscquent ins 
pection , examination or test is necessitated by any reasons other 
than the reasons mentioned in sub -para ( a ) abovc, 


Development & Local Administration Department 

Pondicherry, the 11th May 1970 
READ : 

( 1 ) Memorandum No. 31638 / 66 - Ag ., dated 4 -5 - 70 , 
( 2 ) Certificate of transfer of charge dt, 5 -5 - 70 from 

the Agriculture Department, Pondicherry . 
ORDER : 

The following notification will be published in the 
State Gazette . 


(2 ) The fees for initial inspections, examinations or tests 
of an installation made under the provisions of the Indian 
Electricity Act, 1910 ( 9 of 1910 ) or the rules made thereunder 
shall be levied in accordance with the rates specified for the 
purpose in scale E , Scale F or scale G or as specifically 
provided in scale C set out in the schedule . 


Provided that if in the opinion of the Inspector, a second 
or subsequent inspection , examination or test of the installation 
is necessitated by the neglect or failure of the supplier or occu 
pier, as the case may be , to carry out within a stipulated time 
any written order of the Inspector or by a contravention of 
any of the provisions of the said Act, or the rules made there 
under , tho fees for such a second or subsequent inspection , 
examination or test shall be one-half of the fees prescribed for 
the purpose in the said scale F to G . 


NOTIFICATION 


G . O .Ms, No. 51 . — Thiru P , P , Zacharia , a permanent 
Upper Subordinate , working as Soil Conservation Assis 
tant, in the Agriculture Department Pondicherry is pro 
moted and appointed as Project Agricultural Officer , 
Pondicherry ( Class II-Gazetted ) on an ad -hoc basis 
with effect from 5 - 5 - 70 F .N ., until further orders. 


Provided further that if an extension to or an alteration in 
the installation made since the date of last initial or periodical 
inspection , examination or test of the installation is inspected , 
examined or tested within twelve months of that date a separate 
fee shall be levied in respect of such extension or alteration 
in accordance with the rates specified for the purpose in the 
said scales A to C . 


( By Order of the Lieutenant Governor ) 

P . C . MYTHILY 
Under Secretary to Government , 


( 3) The fees for the servicos of an Inspector requisitioned 
by a consumer or by a member of the public shall be levied in 
accordance with the rates specified for the purpose in scales 
H to O set out in the schedule . 
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(4 ) Payment of fees. - ( 1) The fees payable under any of 
the scales, shall be paid by the person mentioned therein . 
(2 ) The said fees may be paid prior to or at the time of inspec 
tion , examination for test or into Government Treasury or the 
State Bank of India if opened in U . T . to the credit of the Ins 
pector to the Government under the Head XIII - - Other taxes 
and Duties, B Electrical Duties . Fees under the Indian Elec 
tricity Rules, 1956 by challan and original of the same forwarded 
to the Inspector to the Administration of Dadra and Nagar 
Havelj . ( 3 ) If for any reason, the fecs are not paid either 
prior to or at the time of inspection , examination or test, such 
fees shall be paid within ten days from the date of such inspec 
tion , examination or test, 


Exceeding 250 kilowatts but not exceed - 175 .00 

ing 500 kilowatts . 
Exceeding 500 kilowatts but not exceed - 225 . 00 

ing 750 kilowatts 
Exceeding 750 kilowatts but not exceed - 275 .00 

ing 1 , 000 kilowatts . 
Exceeding 100 kilowatts 

300 .00 
Note . — KVA shall be read as kW whenever the machines are 
rated in kW 2 . In case of gencrațing station or other place 
in which energy is generated the fees shall be paid by tho sup - - 
plier or the person generating energy . In case of receiving 
station the fees shall be paid by the occupier . 


SCALE C 


SCHEDULE 
(Sce Clauscs 3 and 4) 

SCALE A 
1. The rates of fees for an inspection , examination or test 
made in pursuance of the Indian Electricity Rules , 1956 , where 
energy is or is proposed to be supplied or used at high or 
mcdium voltage except in those cases into which scales B to 
* O of this schedule specifically refer shall be as follows, namely : 
Capacity 

Amount 
Up to and including 5 kilowatts 5 .00 
Exceeding 5 kilowatts butnot exceeding 7 . 50 

10 kilowatts. 
Exceeding 10 kW but not exceeding 20 10 .00 

kW . 
Exceeding 20 kW but not exceeding 50 20 - 00 

kW . 
Exceeding 50 kW but not exceeding 100 30 . 00 

KW . 
Exceeding 100 kW but not exceeding 30 . 00 for the first 100 
500 KW . 

kilowatts plus Rs. 
13 /- for ovory 50 
kilowatts or part 
thereof in excess of 
100 kilowatts , pro 
vided that if the 
part does not exceed 
5 , 10 or 20 kilowatts , 
Rs. 5 / -, Rs. 7 .50 or 
Rs. 10 /- shall be 
charged for such 

excess . 
Exceeding 500 kW but not Exceeding Rs. 150 / - for the first 
1 , 500 kW . 

500 kilowatts plus 
R9, 10 / - for every 50 
kilowatts or part 
thereof in excess of 

500 kilowatts . 
Exceeding 1, 500 kilowatts 

Rs. 350 / 
Note . - KVA shall be read as kW whenever the machines are 

rated in KVA , 2 . The fees shall be paid by the occupier. 


1 . The rates of fecs for an inspection , examination or test 
of Any electric installation , appliance or apparatus in any place 
of public entertainment shall be as follows, namely : 

Ainount 
(1 ) For the initial inspection , examina- 100 .00 

tion or test of any electric installation 
appliance or apparatus in cenema or 
a thcatre other than a travelling 
cinema or other temporary place of 
public entertainment referred to in 

clausc ( iv ). 
(11) For every subsequent inspection , 50 . 00 

examination or test of the installa 
tion , appliance or apparatus in such 
cinemas or thcatre as in referred to 

to in clause (i). 
(ul) For an inspection , examination or 10 .00 

test of an authorised addition or 
altration to the electric installation 

in a cinema or a theatre . 
(Iv ) (a ) For an inspection , examination 50 .00 

or test of any electric installation , 
appliance or apparatus in a travelling 
cinema or other temporary place of 

public entertainment. 
(b ) For every subsequent inspection , 25 .00 

examination or test of any electric 
installation , appliance or apparatus 
in such cinema or place of public 
entertainment necessitated on ac 
count of a change of place or 

premises , 
(v ) For an inspection , examination or 50 .00 

test of any electric installation , 
appliance or apparatus in a travel 
ling or temporary cinema or other 
temporary place of public enter 
tainment necessitated on account of 
a change of installation , appliance 
or apparatus so as to conform 
to the rules and regulations for 
permanent places of public entertain 
ment, 
2. The fees shall be paid by the occupier , 

SCALE D 


SCALE B 
1 . The rates of fees for an inspection , examination or tost 
of any generering atation , receiving station or other place id 
which energy is generated , received or distributed at a voltage of 
100 volts or more shall be as follows, namely ; - - 
Capacity 

Amount 
(1) Domestic lighting sets in residential 10 . 00 

premises upto and including 10 

kilowatts . 
(11) For cases other than mentioned in 25 -00 

clause (1) upto and including 25 kilo 
watts . 
Exceeding 25 kilowatts but not exceed - 50 . 00 

fog 50 kilowatts . 
Exceeding 50 kilowatts but not exceed 75 .00 

ing 100 kilowatts . 
Exceeding 100 kilowatts but not exceed - 125 -00 

ing 250 kilowatts . 


1. The rates of fees for an inspection , examination or test 
of any electric installation , appliance or apparatus other than 
a generating station for which a separate fee will be charged 
under scale B in a factory within the meaning of the factories 
Act, 1948 63 of 1948 ) to which energy is supplied by tho licenseo 
or in which energy is generated shall be as follows, namely : 


(1) For power 

A . 


fees as per scalo 


( I ) For lighting or for purpose other 

than powor provided that no fee 
under this item shall be charged in 
respect of an electric installation , 
appliance or aparatus in any factory 
where pot moro than 20 workers aro 
employed . 


Rs. 10 / - per kilowatt or 

part thereof subjoct 
to maximum Rs. 
100 /-, 
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15 .00 


( il ) Of a capacity exceeding 50 ampo - 

res but not excoeding 300 Ampe 


Note . - 1 . In any factory to which onergy is supplied by a 

license in which energy is genorated both for lighting 
and for power, separate feos under clauses (i) and (L ) 
shall be charged , provided tho combined fees shall not 
exceed Rs. 450 / 


TOS . 


20 . 00 


(III) Of a capacity exceeding 200 

Ampores but not exceeding 300 
Amperes . 


25 .00 


(iv ) of a capacity exceeding 300 

Ampores but not excoeding 500 
Amperos . 


(1 ) If a metre is to be tested on the con 

sumers premises, tho foes specified 
in clause (a ) shall be increased by 
Rs. 5 /- per motor . 


2 . Tho fees shall be paid by the person or persons of agency 
or firm or any other body whosc roquost tho tost is conductod 
or by tho occupler . 


SCALE “ J 


1. The rates of foos for an inspection or examination or 
test of voltage within the consumers premises at tho request of 
tho consumner or the supplier and issue of a certificato thereof 
shall bo as follows, namely : - - 


Rs. 


15 .00 


(a ) Low voltago 
(b ) Medium voltage 
(c) High voltage 


20 . 00 


50 -00 


2 . The rates of foon for an inspection and oxamination or 
test of voltage and recording the voltage for a duration of 
24 hours as abovo shall bo Rs. 15 /- in addition to tho amounts 
charged for each item abovo . 


Note 2. – KVA shall be read as kW whenever the machines 

are rated in KVA . 
2. The fees shall be paid by the occupier. 

SCALE E 
1. The rates of fees for an inspection or examination in 
pursuance of the Indian Eloctricity Rules , 1956 shall be as 
follows namely : 

Rs . 
(a) of a new medium or high voltage 10 .00 

serviceline. 
(6 ) of an existing medium or high 5 . 00 
voltage serviceune. 
2. The fees sliall be paid by the supplier 

SCALE F 
1. The fees for an inspection or oxamination of every new 
Overhead line including a service linc crossing cither above or 
below a telegraplı , tolephone or other aerial line at onc or 
more spans , places or pints in pursuance of the Indian Elec 
tricity Rules , 1956 shall be Rs. 10 /-. 

Provided that where moro than one crossing situated within 
a distance of half a milo of cach other aro inspected at tho 
same time the fees shall be as follows, namely : 

Rs. 
(1) For inspection of first crossing 10 .00 
( ii ) For inspection of every additional 5 .00 
crossing 

2. Tho foos leviable under this scale shall not be chargod 
when tho inspection has boon carried out in conjunction with an 
inspection for which a foo is leviod under scale E or scale 
" G . 

3 . The focs shall be paid by the porson whose line was last 
orocted . 

SCALE G 
1. The rates of foes for an inspection or oxamination of an 
Overhcad line or underground cablo in pursuance of the Indian 
Electricity Rules , 1956 , shall be as follows, nainely : 
( a ) For an inspection of examination A minimum charge of 

of a new high voltage of extra high Rs . 100 / - for a dis 
voltage Lino or cable . 

tance upto 10 milos 
and beyond this dis 
tanco Rs. 5 /- for 
every mile or part 

thereof. 
(6 ) For an inspection , examination or Rs. 10 /- per mile or 

test of a medium or low voltage part thereof subject 
serial distributing main or cablo . 

to maximum of Rs. 

100 / 
2 . The focs shall be paid by the supplier or the occupior . 

SCALE H 
1. Tho fees for an inspection and for issuo of a cortificate 
grading erection or altration of buildings under tho Indian 
Electricity Rules 1956 shall be Rs. 15 /-. 

2 . The fee shall be paid by the person who proposes elthor 
to croct a new building or structure or to mako any tomporary 
addition or altration in or upon any building or structuro . 

SCALE T 
1 . The rates of foos for testing energy meters shall be as 
follows, namely : 


3 . The foos shall bo paid by tho consumer in tho Arst instanco 
but tho Inspector shall docide as to who shall pay the fees when 
a disputo between tho consumer and the supplior in this behalf 
is refered to him , 


SCALE K 


1 . The ratos of foos for an inspection Rs. 30 /- for tho first 

examination or tost of any main or hour and thoroafter 
distribution main , or servico lino for Rs. 15 / - por hour 
the existence of leakage thorcin and part thereof. 
which may result in olectrolysis or 
other injury to any wator , gas or 
othor pipe or to any applianco con 
nocted with 


2 . (i) [f any leakage is discoverod in any such main , dis 
Liibuting miin of servico lice, the foos shall be paid by the 
supplier or the Supplier or the occupior of the main or servicc 
line as the caso may be. 

(ll) If no loqkage is discovorod , the foos shall be paid by 
the occupier of the water,gas or other pipe or of the appliance 
connected thorowith . 


SCALE L " 


1. The fees for testing of an installation for the oxistcncc 
of leakage to oarth shall be Rs. 10 / 


2. To fu shill bs paid by th pariy making tho applica 
tion , 


SCALE M 
1. The rate of foes for localising of Rs. 10 / - for tho Arst 
lozkago to carth in any installation , hour or part thereof 

and theroaftor Rs. 
5 - por hour or part 
thoroof, 


Rs. 


(a ) for tosting a single moter of any 

description in the laboratory : 
(1) Up to capacity of 50 Amperes 


2 . Tho foos shall be paid by the party making the applica 
tion. 


10 . 00 
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2 . 


. 


. 


. .. 


. 


. . 


TILLFI 


PIL . . . L 


SCALE N 


1 . Tho foes for deciding any case of difforonce or disputo 
arising under section 21(4 ), section 26 (4 ), sçction 26 (6 ) or clause 
VI (3) of the schodule of Indian Electricity Act, 1910 (9 of 
1910 ) roforod to Electrical Inspector shall be Rs. 15 /- for oach 
case . 

Provided that in the case of difference or disputo refered to 
the Inspector for being decidod under section 26 (6 ) of the said 
act, an additional fee for thio testing of a meter in accordance 
with scale T shall be rocovered . 

2. The foes shall be paid by the party reforing the dispute 
to the Inspector, in the first instance but, shall be adjusted in 
such manner as may be decided by the Inspector, 


SCALE O 
1 . Tho rates of fees for testing of earth resistance and ins 
pecting of carthing arrangements of an electrical installation 
or lighting conductor installation shall be as follows, namely - 

Rs. 
(a ) For low voltage installation 

10 .00 
(6 ) For medium voltage installation 15 .00 
(c) For high voltago installation 

25 -00 
(d ) For lighting conductor installation 25 .00 

2 . The foos shall be paid by tho occupior. 


Idu 


Administrator, 
Dadra and Nagar Haveli. 
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